Career Fields

Duties & Responsibilities

Qualifications

Examples of Civilian Jobs

Medical

Military Intelligence

Petroleum

Public Affairs

Supply and Service

Topographic Engineering

Transportation

Assists or supports physicians,
surgeons, nurses, dentists,
psychologists, social workers,
and veterinarians in 32
separate job classifications.
Some provide direct patient care
in hospitals and clinics, others
make and repair eyeglasses,
dentures, or ortho-medical
equipment, or maintain medical
records. All play significant
roles in a modern world-wide
health care delivery system.

Gathers, translates, correlates
and interprets information, in-
cluding imagery, associated
with military plans and
operations.

Receives, stores, preserves and
distributes bulk-packaged
petroleum products; performs

standard physical and chemical
tests of petroleum products;
storage and distribution of
purified water,

Prepares and disseminates news
releases on military activities;

prepares scripts, newsletters,
announcements and public
apeaking engagements.

Receives, stores and issues in-
dividual, organizational and ex-
pandable supplies, equipment
and spare parts; establishes,
potttft and maintains stock
records; repairs and alters tex-
tile, canvas and leather sup-
plies, rip parachutes, decon-
taminates materials. Performs
mortuary and grave registra-
tion functions,

Performs land survey; produces

construction drawings and
plans, maps, charts, diagrams
and illustrated material; con-
structs scale models of terrain
and structures. Operates offset
duplicators, presses and bindery
equipment. Repairs survey in-
struments and reproduction
equipment.

Operates and performs preven-
tive maintenance on passenger,
light, medium and heavy cargo
vehicles; operates and main-
tains marine harbor craft; per-
forms as air traffic controller*

Biology, chemistry, hygiene,
sociology, general math,
algebra, animal care; knowl-
edge of mechanics and elec-
tronics; general clerical skills.

English composition, typing,
foreign languages, mathematics
and geography.

Hygiene, biology, physics,
chemistry and mathematics.

Clerical aptitude, verbal ability,
clear speech and attentiveness.

Mathematical ability and
perceptual speed in scanning
and checking supply documents.
Verbal ability; courses in book-
keeping, typing and office
machine operation.

Mechanical drawing and draft-
ing, blueprint reading, commer-
cial art, fine arts, geography
and mathematics.

Mechanical aptitude, manual
dexterity, eye/hand coordina-
tion, FAA certification for air
traffic control, license for vehi-
cle operation.

Social worker (case aide), prac-
tical nurse, nurse's aide, dental
assistant, surgeon's assistant,
psychological aide, hospital at-
tendant or orderly, veterinary
assistant, food quality control,
medical equipment repairer,
medical or dental laboratory
technician, physical therapy
assistant, dietetic technician.

Investigator, interpreter,
records analyst, research
worker and intelligence analyst
(government).

Biological laboratory assistant,
petroleum tester, chemical
laboratory assistant.

Newspaper editor, editorial
assistant, public information
center.

Inventory clerk, stock control
clerk or supervisor, shipping or
parts clerk, warehouse man-
ager, parachute rigger and
funeral director.

Drafting (structural, mech-
anical and topographical)
cartographic and art layout,
model maker, commercial artist
and physical geographer.

Truck driver, FAA air traffic
controller.
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